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and over each metope. A panelled cornice, such as
that of the Temple of Demeter at Paestum, seems also
to have been regulated with reference to the subdivisions
of the triglyphal frieze. The forms of mouldings and
their decoration were also utilized to establish a closer
harmony between frieze and cornice. Thus the trunnelled

regulae were reechoed in the
trunnelled mutules, and the
cap mouldings of the frieze
were repeated as a whole or
in part in the crowning mould-
ings of the cornice.

The relation of the frieze to
the colonnade made further
demands upon the architect's
skill in composition. The
difficulties were numerous in
the use of the Doric order..
He had first to determine
the number of triglyphs to be
distributed in the frieze.
When the columns were closely
set, as in the Temple of Apollo
FIG. 32*. - Corner triglyph from at Syracuse, it is possible

the Treasury of Megara, Olym-  that   Qne triglyph   was  placed

over each column and a met-

ope or an opening over each intercolumniation. This
system may be termed monotriglyphal (fjLovorpiyXvfo^.1
The usual type of Doric frieze was ditriglyphal (Sirpty\v-
, and exhibited a triglyph over each column and one

1 Koldewey  und Puchstein, 64 ;  Boetticher, 206-210 ; confused in
1 Vitruvius, IV, 3, 7.